NATIONAL  SHRINE  OF  THE 
NORTH  AMERICAN  MARTYRS 
Auriesville,  New  York 

The  interior  of  the  St.  Rene  Goupil  Memorial  Chapel 
displays  an  unusual  wood  hanging  crucifix  and 
original  stained  glass  windows  by  Max  Ingrand  of 
Paris;  fourteen  of  the  fired  antique  glass  windows 
uniquely  serve  as  the  chapel  stations  of  the  Cross. 
The  Italian  altar  is  of  cremo  tonnini  marble  with  a 
Venetian  mosaic  Lamb  in  the  center. 
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